K>RT  HR/OiVH  AND  RIPA-NIAN  AUTHORKIliS, 

Annual  Report  o3P  Medical  Offices*  of  Health  - 1950  • 
FRIUTON  A 17ALT(^  Urban  District  Council. 

26th  January  1966, 

There  has  been  no  shipping  in  the  above 
district  during  1955,  and  no  action  under  tho 
regulations  has  been  recpiired. 


Your 


Medical  Officer  of  lieolth, 
Tovm  Hall,  Clacton-on-L  oa, 


KSBOZ. 


To/ 


The  aecretery  (6  copioo). 
Ministry  of  Health, 


3avilo  Row, 
London, 


Copy  to/ 

Tho  County  II .0., 
Rases  County  Council • 
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